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SUBJECT: TECHNICAL SURVEILLANCE HAZARD - ATHENS 
REF: ATHENS 6555, 6763, STATE 200625 

1. AS REQUESTED IN STATE 200625 TSO WOLF HAS INSTALLED THE 
CARRIER OPERATED RELAY IN THE DM-76 TRANSMITTER. CLEAR 
TEXT ROOM AUDIO FROM THE C&R AREA IS NO LONGER AVAILABLE 
ON THE REMOTE WIRES TO THE MSG DESKON UNIT. 

2. WITH THE INSTALLATION INSTRUCTIONS SUPPLIED WITH THE 
19C303533-GZ COR ASSEMBLY, TSO WOLF DISCOVERED THAT A 

COR ASSEMBLY HAD PREVIOUSLY BEEN INSTALLED. COR ASSEMBLY 
WIRES WERE CONNECTED TO TB501-8 AND TB502-16 OF THE EP-38 
POWER SUPPLY. HOWEVER, DM-76 SPEAKER WIRES WERE NOT CONNECTED 
TO THE XK1 RELAY OF THE COR ASSEMBLY THUS ALLOWING AUDIO 
TO REACH THE DESKON REMOTE WIRES. 

3. FURTHER TESTS ON DM-76 TRANSMITTER REVEALED THAT WHEN 
THE DESKON KEYS THE DM-76 TRANSMITTER, C&R ROOM AUDIO IS 
TRANSMITTED BY THE CARRIER. TSO FOUND THAT A JUMPER WIRE 
HAD BEEN INSTALLED ACROSS MICROPHONE HOOKSWITCH ALLOWING 
THE MICROPHONE TO ALWAYS BE LIVE. THE WIRE WAS REMOVED 
AND UNIT IS NOW OPERATING NORMALLY. THE REASON OR WHO 
INSTALLED THE JUMPER WIRE IS UNKNOWN. 
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